Heathkit 


SB-1000 


HF Linear Amplifier 


Build and 
Operating Instructions 


Includes all 
Assembly and 
Circuit Diagrams 


Similar in most details to the 
Ameritron AL-80A 


Supplied by: 
Derf Mockford 
G8ZGK 
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position the switch 
so its locating tab is away from the 


Note: You may have to scrape the switch frame 
so that the solder will stick properly. 
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